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INFO OCT-01 EUR- 12 NEA-09 ISO-OO FEA-01 AID-05 CIAE-00 

COME-OO FRB-01 INR-07 NSAE-00 TRSE-00 XMB-04 OPIC-06 

SP-02 CIEP-02 LAB-04 SIL-01 OMB-01 PRS-01 NIC-01 

SAM-01 /066W 

066700 

R 231257Z MAR 75 

FM AMEMBASSY MANAMA BAHRAIN 
TO USINT BAGHDAD IRAQ 
INFO SECSTATE WASHINGTON DC 1979 
AMEMBASSY BEIRUT LE 
AMEMBASSY KUWAIT KUWAIT 
AMEMBASSY MOSCOW USSR 

UNCLAS MANAMA 0352 

E.O. 11652: N/A 

TAGS : BTIO, ELEC, IZ 

SUBJECT : GENERAL ELECTRIC FAVORED TO SUPPLY GAS 
TURBINE POWER STATION 

REF : BAGHDAD 282 

EMBASSY INFORMED GE'S BAHRAIN ESTABLISHMENT (MIDDLE EAST 
ENGINEERING) (ART JOLLY) OF REFTEL. JOLY CHECKED IMMEDIATELY 
WITH GE GAS TURBINE REPS FROM BEIRUT AND NEW YORK WHO WERE 
PRESENT IN HIS OFFICE. THEY SAID GE HAD BID ON 50 MEGAWATT, 

NOT 250 MEGAWATT STATION AT KHOR ZUBAIR AND THAT TOTAL 
TURNKEY VALUE OF PROJECT ABOUT $12-13 MILLION. THEY HAD NOT 
RECEIVED WORD OF BEING SELECTED AND APPRECIATED NEWS. 
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